(HL 0 OVAIAT RG104 E-1 Box 191 . 


cae Maas” 


hae agreasuxy Department, 

ti q 

2 iy Burvean of the PMlint, 

a7 

wv ashington, D.G.,  Nowember 16,1895. 


Hermen Kretz, Esq. , 
Supt. U.S.Mint, 
Philadelphia , Pa. 
Sir:- 

Your letter of the 14th instant, enclosing bids received by you 
for the erection of a seventy foot flag-pole on your mint is at hand, 
and you are authorized to accept the bid of David Baird to erect a 
seventy foot flag-pole,with all the necessary appurtenances, and make 
such repairs on the roof as are required for a sum not exceeding ninety 
two dollars ($92.00). 

You will note on the voucher the date of this authority. 

The bids are herewith returned. 

Respectfully yours, 
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Director of the Mint. 
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[Abstract:] Instructions to obtain proposals for furnishing flag pole... 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
November 16, 1895 


Herman Kretz, Esq., 
Supt. U.S. Mint, 
Philadelphia, Pa. 


Sir:- 

Your letter of the 14th instant, enclosing bids received by you for the erection of a 
seventy foot flag-pole on your mint is at hand, and you are authorized to accept the bid of David 
Baird to erect a seventy foot flag-pole, with all the necessary appurtenances, and make such 
repairs on the roof as are required, for a sum not exceeding ninety two dollars ($92.00). 

You will note on the voucher the date of this authority. 

The bids are herewith returned. 

Respectfully yours, 


R.E. Preston 
Director of the Mint. 


